579-EVANS  MEMORIAL  CHAPEL 
UNIVERSITY  OF  DENVER 
DENVER,  COLORADO 
This   historic   structure    is  the   oldest  church 
building  still  in  use  in  Denver.    Built  in  1873  in 
dov/ntown    Denver    by    Governor    John  Evans, 
principal  founder  of  the  University,  it  was  faith- 
fully  restored    at  the    University    in    1960   as  a 
place   of   worship   and   meditation   for  students, 
faculty  and  visitors. 
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MRS.  FLOY  CASE 
1418  Pine  Bluff 
Paris,  Texas  75460 
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